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THE MODEL 213 POWER METER IS REQUIRED TO MEASURE THE OUTPUT 
OF A C02 LASER WHICH HAS A Q-SWITCHED CAPACITY TO ONE 
THOUSAND WATTS. THE LASER WILL BE USED TO MEASURE ABSORP- 
TION AND TRANSMISSION OF MATERIAL AT WAVE LENGTHS FROM 9.6 
TO 10.9 MICRONS IN BOTH THE CONTINUOUS WAVES FOR 
Q-SWITCHED MODES. MATERIAL TO BE TESTED WILL BE DIELECTRIC 
MATERIAL THAT IS PARTIALLY ABSORBING AT THESE WAVE LENGTHS. 
THE MODEL 213 WILL BE USED TO CORRELATE THE EXPERIMENTAL 
RESULTS AND USED TO TUNE THE LASER. KISSINGER 
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